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PAGE 01 STATE 170417 
ORIGIN DOE- 15 

INFO OCT-01 EUR- 1 2 ISO-OO SOE-02 10-14 ACDA-12 OES-07 
/063R 

DRAFTED BY USDOE:IA:MVMCCLARY:GJ 
APPROVED BY OES/NET:DHOYLE 
IO/SCT: A .ITU .SON 
ACDA: N HOLLINGSWORTH 
OES/ENP: G OLSON 

034381 061752Z/44 

P 061740Z JUL 78 

FM SECSTATE WASHDC 

TO AMEMBASSY VIENNA PRIORITY 

UNCLAS STATE 170417 

USIAEA 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, ENRG, TECH 

SUBJECT: IAEA ADVISORY GROUP MEETING ON STANDARDIZATION 
AND HIGH DOSE INTERCOMPARISON FOR INDUSTRIAL RADIATION 
PROCESSING, VIENNA, SEPTEMBER 25-29, 1978 

REF: A) VIENNA 4231 

1 . REQUEST MISSION NOMINATE DR. W. L. MCLAUGHLIN (NBS) 

TO ATTEND SUBJECT MEETING AT IAEA EXPENSE. 

2. MCLAUGHLIN IS A USG EMPLOYEE WHICH SATISFIES SECTION 
VIII, E.O. 10422. 

3. OFFICIAL INVITATIONS SHOULD BE SENT DIRECTLY TO 
NOMINEE. VANCE 
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